Tuiv.of  Ill.  Library 
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CONSTANTINE  BUILDING  "THE  FAMOUS' CLOTHING  HOUSE. 


J.  L^VIKU, 


HILL  BUILDING. 


J.  L  .  WIKLE,  DRUGS. 


FIRST  HOUSE  OF  ANNISTON 


INTERIOR  OF  SAVINGS  BANK. 


ANNISTON  SAVIN6S  AND  SAFE  DEPOSIT  CO 


SAFE  OF  SAVINGS  BANK. 


CITY  HALL 


UNION  PASSENGER  STATION. 


Ill 


RESIDENCES 


D.  F.  CONSTANTINE. 


A.  L. TYLER. 


wr  A.  DAVIS, 


V\  •  \WHETSTO/\/£- 


R.  J.  RIDDLE 


W.  S.LARNED. 


RESIDENCES. 


GRACE  CHURCH  RECTORY. 


I 


GRACE  P.E.  CHURCH 


INTERIOR  GRACE  CH- 


'ST  PAUL'S  M  E.  CHURCH 


PARKER  MEMORIAL 
CHURCH. 


PRESBYTERIAN  CHURCH 


ANNISTON  PIPE  FOU  N DRY- 200  TONS  DAILY  OF  CAST  IRON  PIPE 


ANNISTON  M'F'G  CO- COTTON  MILL 

320  EMPLOYEES 
12000  SPINDLES 


&&&&&&&& 


HOWELL  COTTON  COMPRESS  1000  BALES  DAILY  CAPACITY. 


(ARBOUR  MACHINE  WORKS. 


^MarAKP»KAcH|Nt 


MURRAY  8c  STEVENSONS  FOUNDRY. 


PUBLIC  SCHOOL. 


